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5 FAH-8 H-320 
HARDWARE 

(CT: WEB-7; 03-15-2013) 
(Office of Origin: (IRM/OPS/SIO) 

5 FAH-8 H-321 COMMERCIAL AND CONTRACT 
INTERNET SERVICE PROVIDER (ISP) 

(CT: WEB-7; 03-1 5-2013) 

The recommended means of publishing a public Web site is to use facilities already 
in place within the Department of State. The Bureau of International Information 
Programs (IIP) has Internet hosting capabilities that can be accessed by posts. 
Bureaus/posts must assess their organizational needs to determine the most 
effective means of hosting a Web site. 5 FAM 731 paragraph i governs use of a 
commercial Internet Service Provider (ISP) and will be a critical selection factor. 

5 FAH-8 H-322 ORGANIZATION HOSTED SITES 

(CT: WEB-7; 03-15-2013) 

a. Posts and bureaus hosting their own intranet Web sites must procure their own 
hardware and configure it in accordance with the Department of State security 
requirements. The IT Configuration Control Board (IT CCB) approved 
hardware, Change Requests, and Global IT Modernization Program (GITM) 
(IRM/OPS/ITI/GITM) Approved Baseline Software can be found at: GITM; 
Change Requests; and GITM Approved Baseline Software. 

b. System configuration information can be found at the DS/SI Web site. 
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(CT:WEB-1; 09-29-2005) 
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